Bella Ross <bellaross@inewsource.org> 


inewsource: Sylvester Roofing Question 


la Monica Everett-Haynes <leveretthaynes@sdsu.edu> Thu, Jul 25, 2019 at 9:20 AM 

To: Bella Ross <bellaross@inewsource.org> 

Good morning, Bella. 

To offer clarification, the odors that led to PSFA Building occupant complaints were caused by roofing materials 
recommended by Tremco, a roofing consultant, and were installed by the roofing subcontractor, Sylvester Roofing, 
who was also responsible for the application of those roofing materials. 

Hope this is helpful context. 
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